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Step into a world of unwavering dedication and unrivaled expertise - our NICU in Thane stands 
proudly as a beacon of hope for precious newborns. Equipped with state-of-the-art facilities and 
a compassionate team, we ensure the utmost care for the delicate little lives. 


Our Level III NICU boasts cutting-edge technology, featuring a comprehensive range of 
equipment including ventilators, multipara monitors, incubators, warmers, blood gas analyzers, 
and more. Each tool is meticulously chosen to provide the best care possible. 


Under the watchful eyes of our highly trained staff, your newborn will receive round-the-clock 
attention, tenderly nurturing their journey towards optimal health. We understand the fragility of 
these little ones and approach their care with unwavering dedication and compassion. 


To further enhance our capabilities, we have in-house facilities for X-ray, laboratory tests, 
ECHO, and ultrasound. This integrated approach ensures seamless and efficient care, leaving 
no room for uncertainty. 


Our recognition from the esteemed Indian Academy of Pediatrics and Neonatal Neonatology 
Forum validates our commitment to excellence. Rest assured, you and your precious bundle of 
joy are in the safest hands. 


If You Are Looking For Neonatal Intensive Care Unit Hospital In Nashik Then Nimai's Borneo 
NICU Hospital Thane The Best Choice For You. 


Address : Larkins 315, Namdeo Wadi Marg, Banacha Pada, Panch Pakhdi, Thane West, 
Thane, Maharashtra, 400602, India 


Phone : +91 88 0666 8655 
Business Email : info@nimaiborneo.com 
Facebook 
Youtube 
Linkedin 
Instagram 


Twitter 
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Contact Us 


Nimai's Borneo NICU Hospital Thane 
Larkins 315, Namdeo Wadi Marg, Banacha Pada, Panch Pakhdi, Thane 
West, Thane, Maharashtra, 400602, India 
*91 88 0666 8655 
info@nimaiborneo.com 


https://www.borneohospitalthane.com/nicu.php 


...... 


FACILITIES IN 


NICU 


@ Infant warmers 

© Incubators for premature babies 
© Ventilators 

@ HFOV 

@ Whole Body Cooling 

@ INO for PPHN 


@ CPAP/HFT 


@ Phototherapy 
@ TPN 


@ Neonatal Surgery 
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